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SWIMMING POOL 

This is the beautiful new outdoor swimming 
,pool at the University of North Carolina, 
Chapel Hill. It is Olympic size, the same as 
the famous indoor pool in the University's 
Woollen Gymnasium. It was opened in the 
summer of 1943. 
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